Variable T:E Results 


Radically inconsistent 


Test 

Testosterone 

Epitestosterone 

T:E Ratio 

Reference 

1^' 

49.7 

11.1 

4.4 

USADA0057 

2nd 

61.37 

5.2 

11.8 

USADA0092 


When the sample was screened for T:E ratio, the calculated ratio was 4.4. 
When the sample was tested to confirm the ratio, it was 11.8. 
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